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FIGURE 35. X-ray motion pictures of the human hotly. Chest and abdomen are shown in sepa-
rate strips. Using a motion picture camera to photograph the visible image which the invisible x-rays
produce on the fluorescent screen, Dr. William H. Stewart and Dr. II. Earl Illick have recently ob-
tained films showing the human organs in motion. The films are projected in the usual manner.
(Courtesy Dr. William H. Stewart.)